Q.   Okay, did you have personal knowledge
that the grommet had come out of the housing?

A.   I had no personal knowledge myself, but my
maintenance people did.

Q.  Had they attempted to correct?

A.  Right.  They told me that the rubber grommet that
holds the wires into the housing, the least little pull
will pull the rubber grommet loose. Our electrician
had been notified, and he had checked it, and said he
had to change types of grommet because that grommet
just would not hold, so a wire was attached to that
cable to hold it up to keep anybody from pulling the
cord to keep the insulation from being broken on
existing wires.

Q.   And who installed that wire?

A.   It was factory.

Q.   No, the extra wire to keep from...

A.   Oh, maintenance personnel"1 at the Corpus Christi
plant.

Q.   Was this under the direction of the electrician?
A.   No, huh-uh.

Q.   Okay, the electrician evidently didn't feel like
there was a hazard because he didn't do anything, is
that right?

A.   No, he didn't do anything.  He said he would have
to order a different type of grommet for it.

Q.       Okay, was that grommet ordered?

A.        It was.

Q.       Was it installed?

A.        It was installed.

On cross-examination, Mr. Roe confirmed that the cited
forklift has a rated lifting capacity of 6,000 pounds, andy different alarm was purchased and
